Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Text 


CONFIDENTIAL 
PAGE 01 STATE 058725 
44 

ORIGIN COME-OO 

INFO OCT-01 CIAE-00 DODE-OO EB-07 NRC-05 NSAE-00 USIA-06 

TRSE-00 EUR- 12 ERDA-05 ISO-OO OES-03 /039 R 

DRAFTED BY COM/OEA RAGAREI ,:F,PWAT JNSKY:BAW 

APPROVED BY E0/ITP/ EWT : RWPRACHT 

RPE 

085369 

R 102355Z MAR 76 
FM SECSTATE WASHDC 
TO USMISSION OECD PARIS 
INFO AMEMBASSY PRAGUE 

CONFIDENTIAL STATE 058725 

EXCON 

E.O. 11652: XGDS-1 
TAGS:ESTC, COCOM, CZ 

SUBJECT:EXPORT OF PHOTOMULTIPLIER TUBES TO CZECHOSLOVAKIA 
IL 1549 

REF: BEWT CASE NO. 194285(RCA CORP.) 

1) THE UNITED STATES DELEGATION IS REQUESTED TO SUBMIT THE 
FOLLOWING URGENCY EXCEPTION CASE PURSUANT TO COCOM DOC.REG. 
(73)3, PARAGRAPH 4(0): 

2) THE UNITED STATES AUTHORITIES HAVE BEEN ASKED TO 
APPROVE THE EXPORT TO CZECHOSLOVAKIA OF TWO TYPE C3 1034A 
PHOTOMULTIPLIER TUBES WITH A TOTAL VALUE OF 2,300 DOLLARS 
AND COVERED BY IL 1549(A). 

3) THIS EQUIPMENT IS CONSIGNED TO THE CZECHOSLOVAKIAN 
ACADEMY OF SCIENCES, INSTITUTE OF SOLID STATE PHYSICS, 
CUKROVARNICKA 10, PRAGUE, WHERE IT WILL BE INCORPORATED IN- 
CONFIDENTIAL 
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TO A SPECTROMETER FOR USE IN SCIENTIFIC RESEARCH. 
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4) THESE PHOTOMULTIPLIER TUBES HAVE A PEAK SPECTRAL 
RESPONSE OF 8300 PLUS/MINUS 500 ANGSTROM UNITS WITH AN 
ANODE RISE TIME OF GREATER THAN 1 NANOSECOND. DATA SHEETS 
WITH FURTHER DESCRIPTIONS OF THE C31034A WERE DEPOSITED 

IN CONNECTION WITH COCOM DOC. (73)1823. 

5) THE UNITED STATES AUTHORITIES CONSIDER THIS EXPORT 
REASONABLE AND APPROPRIATE FOR THE STATED END USE AND 
WOULD APPRECIATE THE VIEWS OF MEMBER GOVERNMENTS. URGENCY 
PROCEDURE IS INVOKED INASMUCH AS THE SUBJECT TUBES ARE 
DESPERATELY NEEDED BY THE CONSIGNEE TO COMPLETE INSTAL- 
LATION OF A LASER RAMAN SPECTROPHOTOMETER SYSTEM SO THAT 
SCHEDULED EXPERIMENTS CAN COMMENCE. INGERSOLL 
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